AMENDMENT NO. 1 MARCH 2022 
TO 


IS 517 : 2020 SPECIFICATION FOR METHANOL 
(METHYL ALCOHOL) 


( Third Revision ) 


(Page 1, clause 1) — Substitute the following for the existing. 


‘1 SCOPE 


1.1 This standard prescribes the requirements and the methods of sampling and 
test for methanol (methyl alcohol). 


1.2 This standard does not mention methanol for laboratory grades specifically, as 
these grades are pure methanol.’ 


[Page 2, Table 1, SI No. (x), Col (4)] — Insert ‘99.0’ for purity of Methanol, 
Technical. 
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